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25X1A 

I |- 2 769- 63 


umosumm for: afigo-s 

Headquarters USAF 

ATTEHTXGH ; Colonel Leo P. Geary 
SUBJECT : Mil Spec Fuel Standby Backup 


25X1 A 


1. It it requested that 2 000- gall— of Mil Spec 

25524B Fuel Me prepositioned at I I — standby 

backup stocks in tto® event we have to retrieve an Article 
iron that station. 

2. II nece ssary the fuel say to® obtained fros 


tested stocks at 


If tkls action is taken, 


Stwwss | | " -VT * M 

request wm fee adrlgcd «o th at aeee& gary coord laattoa 


say toe effected with 


3. Fleas® advise when fuel is in position at 


25X1 A 


25X1 A 


25X1 A 


and the individual to toe contacted if tike necessity arises 
to use the fuel. 

FOR THE DEPUTY DIRECTOR {RESEARCH) 


25X1 A 
MD/OSA d 



]:*** (31 May 1963) 


Distribution: Copy 1 - ADDER 

2 - AD/OSA 

3 - D/FA/OSA 

4 - C/OD/OSA 

5 - MD/OSA 


6 - Ctorono 

7 - RB/OSA 
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Handle via 
Central System 


25X1 A 




